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Message Text 



UNCLASSIFIED 

PAGE 01 MANILA 03139 151023Z 
11 

ACTION FBO-01 

INFO OCT-01 EA-07 ISO-OO /009 W 

106459 

R 150912Z MAR 74 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 1924 

UNCLAS MANILA 3139 

E.O. 11652: NA 
TAGS: ABLD, RP 

SUBJ: EMERGENCY REPAIRS TO HIGH-VOLTAGE CABLES, CHANCERY COMPOUND 
PROP. #01314 

REF: MANILA 13002 

1. IN THE REFERENCED TELEGRAM. POST REQUESTED $5,322.75 TO COVER 
COST OF REPLACEMENT MATERIALS AND LABOR PROVIDED BY PUBLIC WORKS, 
SUBIC NAVAL BASE FOR EMERGENCY REPAIRS OF EMBASSY'S PRIMARY HIGH 
VOLTAGE CABLES. 

2. AMOUNT WAS BASED ON STATEMENT FROM SUBIC DATED NOVEMBER 13 WITH 
COVERING LETTER INDICATING TOTAL CHARGES FOR ALL REPAIRS INCLUDED. 
EMBASSY RECEIVED SECOND STATEMENT FOR ADDITIONAL $3,483.00 WITH 
COVERING LETTER FEBRUARY 6 STATING THE $5,323.00 WAS FOR 30-31 OCTOBER 

ONLY (SECOND CABLE BREAKDOWN) AND SECOND STATEMENT FOR $3,483 WAS 
FOR REPAIRS PERFORMED ON 24-25 OCTOBER (FIRST CABLE BREAKDOWN). 

3. SECOND STATEMENT HAS BEEN THOROUGHLY EXAMINED FOR MATERIALS AND 
LABOR COST AND IS CORRECT. 

4. REQUEST POST SPECIAL M&R ALLOTMENT BE INCREASED ADDITIONAL DOLLARS 
3483. 

SULLIVAN 



UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 MAR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MANILA03139 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: MANILA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740340/aaaablmr.tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: MANILA 13002 
Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 SEP 2002 by elbezefj>; APPROVED <09 DEC 2002 by garlanwa> 

Review Markings: 
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US Department of State 
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30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY REPAIRS TO HIGH-VOLTAGE CABLES, CHANCERY COMPOUND PROP. #01314 
TAGS: ABLD, RP 
To: STATE 
Type: TE 
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